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The Mint of the United States, 
At Philadelphia, 
March 31, 1882 


Hon. A. Loudon Snowden 
Superintendent. 


Sir 


I have to report the coal furnished for this department is not satisfactory. Two to three 
tons in twenty, being unfit for use. 


Respectfully 

F.C. Garrigues 
Foreman 

M. & R. Department 


